-4 


w 


CIVIL ENGINEERING & 


CONSTRUCTION INSTRUMENTS 


® 


Instruments 


ion 


& Constructi 


jneering 


Civil Engi 


7-43 


74 BEC-A/BED-A 


@Pressure measurement 
@200 kPa to 1 MPa 


Small-sized Soil Pressure Transducer 


BECA 


BED-A 


Apressure-sensing surface 23 mm 
in diameter. 

Suitable for measurement of soil 
pressure distribution in short-term 
or model experiment 


@Suitable for short-term experiments 


The BEC-A or BED-A series is a small-sized soil pressure 
transducer with an outer diameter of 30 mm and a 
pressure-sensing surface diameter of 23 mm. They are 
used for measurement of soil pressure distribution in 
short-term or model experiments. 


Dimensions 


Specifications 


Rated Capacity See abie boio 
Nonlinearity Wiin =2% RO 
Hysteresis Witiin=1% RO 
Rated Output 0,25 m/v GOIO stain or more] 


Environmental Characteristics 
Safe Temperature EEN 
Compensated Temperature 0 to 50°C 
Temperature Effect on Zero Within 204% ROT 
Temperature Effect on Output Within =04%/ "C 


Safe Excitation AVAC DE 

Recommended Excitation 210 4V AC or DE 

Input Resistance ELGEA 

‘Output Resistance EIEEEI 

Cable #-conductor [0E mm) choroprene Shielded cable, 
rom diameter by 3 m long. bared at the ip 
‘Shield wire connected othe case) 


Mechanical Properties 


Safe Overloads 120% 


Weight ‘Approx 120g 
Modai Fated apay Tse 

BECA2O0KP 300 KPa enn 
BECASOOKP 500K = soilarena 
BEGA-IMP TMP measurement 
BED-A-200KF TOO kea eal suites 
BED-A-5OOKP, EEA sol presurs 
BED-AcIMP TMP ‘measurement 


Application Example 


BED-A 


Measurement of 
soll pressure 
underground or 

‘wall surface distribution 
in model experiments 


Protection tube 


Protection tube 


Models AT = T Models Ae ia 5 

BEcA200Kr | s7 | 62 | 05 BeD-a2o0kr | 62 | 87 | 287 | 05 

BEC-A-500KP BED-A-SOOKP, 3 

BECAIMP Be lia ee BED-AIMP. ill le a ad 
BEC-A BED-A 


